
  
    [image: ]

  


  
    Life’s New Hurdles


    Colin Jackson


    ACCENT PRESS LTD

  


  
    Published by Accent Press Ltd – 2008


    ISBN 9781909520028


    Copyright © Colin Jackson 2008


    The right of Colin Jackson to be identified as the author of this work has been asserted by him in accordance with the Copyright, Designs and Patents Act 1988.


    All rights reserved. No part of this book may be reproduced, stored in a retrieval system, or transmitted in any form or by any means, electronic, electrostatic, magnetic tape, mechanical, photocopying, recording or otherwise, without the written permission of the publishers: Accent Press Ltd, The Old School, Upper High St, Bedlinog, Mid-Glamorgan, CF46 6SA.


    The Quick Reads project in Wales is a joint venture between Basic Skills Cymru and the Welsh Books Council. Titles are funded through Basic Skills Cymru as part of the National Basic Skills Strategy for Wales on behalf of the Welsh Assembly Government.


    Printed and bound in the UK


    Cover photo and design by Darryll Corner Cover photo shot on location at the St David’s Hotel & Spa, Cardiff


    Quick Reads TM used under licence

  


  
    Contents


    
      
      

      

        
          	Introduction

          	
        


        
          	Chapter One

          	
        


        
          	Chapter Two

          	
        


        
          	Chapter Three

          	
        


        
          	Chapter Four

          	
        


        
          	Chapter Five

          	
        


        
          	Chapter Six

          	
        


        
          	Chapter Seven

          	
        


        
          	Chapter Eight

          	
        

      
    



  

OEBPS/Images/cover.jpg
M\ Hurdles

Lifeg





OEBPS/Misc/page-template.xpgt
 

   

   
	 
    

     
	 
    

     
	 
	 
    

     
	 
    

     
	 
	 
    

     
         
             
             
             
             
             
        
    

  

   
     
  





